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[Abstract:] Advice to melt Colorado gold... 787 4% 


Mint of the U. States — at Philada. 
M & Refining Department. 

Phila. 

October 8, 1879 


Sir, 


The bad assay-cut of the Colorado Gold, just received, calls to memory the sad losses 
experienced the Ist year of our working such Gold, in 1863-4, altho’ we recovered a large 
amount of it by gathering it up from avenues of loss innumerable. 


I respectfully suggest that it might perhaps be advisable to melt such gold with a little 
fluxing, before receiving it as a deposit, in order that the Depositor may at least share some of the 
loss with the Government. Our former experience in toughening will I trust enable us to do it at 
the least cost, and with the least loss. 





Respectfully yours, 
Jas. C. Booth 
M&R 


